CD

Row number
	Station
	B
	1
	2
	3
	4
	5
	6
	7
	8
	9
	10
	B

1
	Time
	9:58
	10:20
	11:01
	11:19
	11:49
	12:09
	12:29
	1:10
	1:41
	2:09
	3:00
	3:59

2
	Temp.
	18.2
	20.1
	21.1
	22.0
	22.5
	23.0
	23.3
	23.9
	24.1
	24.0
	23.8
	23.1

3
	E.
	10.6
	9.6
	9.5
	8.6
	7.5
	6.4
	6.1
	8.0
	8.0
	9.1
	9.8
	10.6

4
	W.
	11.2
	10.4
	10.3
	9.5
	8.6
	7.1
	6.9
	8.4
	8.7
	9.6
	10.5
	11.6

5
	Avg.
	10.9
	10.0
	9.9
	9.05
	8.05
	6.75
	6.50
	8.2
	8.35
	9.35
	10.15
	11.1

6
	K-A
	160.0
	147.0
	146.0
	133.0
	118.0
	99.0
	96.0
	120.0
	123.0
	137.0
	149.0
	163.0

7
	a-T
	-    7.0
	-    9.0
	-  10.0
	-  11.0
	-  11.0
	-  12.0
	-  12.0
	-  13.0
	-   13.0
	-  13.0
	-  12.0
	-  12.0

8
	D.V.
	13.0
	15.0
	28.0
	30.0
	30.0
	26.0
	22.0
	18.0
	20.0
	20.0
	17.0
	11.0

9
	Reg.
	-371.0
	-335.0
	-342.0
	-330.0
	-361.0
	-382.0
	-390.0
	-359.0
	-368.0
	-341.0
	-347.0
	-371.0

10
	B.C.
	962
	
	
	
	
	
	
	
	
	
	
	962

11
	Z
	757
	780
	784
	784
	738
	693
	678
	728
	734
	765
	769
	753

I

NOTE: Base value, 755-y; instrument constant,  14.7-y per scale division; temperature coefficient, 0.9-y per degree centigrade.
The entries in the various rows may be explained as follows:
Row 1, Time: This is the time of reading the field instrument that is necessary for making the diurnal correction.
Row 2, Temp.: This is the temperature readmg of the instrument thermometer at the time of reading.
Row 3, E. >
>: These are the instrument readings, the E. reading being made with the instrument oriented so that the north
Row 4, W.J
pole of the magnet is toward the magnetic east, the W. readmg with it toward the magnetic west.
Row 5, Avg.: This is the average of the E. and W. readings.